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— detmn. of - in oils by capillary GC 218 

Anilines 
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photoluminescence detection as hydrides 97 

Antimony(III) 
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— detmn. of zirconium in the presence of — with 
picramine E by first order derivative 
technique 97 

Halides 

— detmn. of — by optical sensor based on 
dynamic fluorescence quenching 326 

Hall detector 

— detectors for chromatography, gas, study of 
- 91 

Halocarbons 

— chromatography, gas, post column trapping 
technique for anal. of very volatile — 91 
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fluorescence 440 

— detmn. of — in biological materials by direct 
solid sample spectrometry, atomic 
absorption 540 

— detmn. of — in water by voltammetry, 
differential pulse stripping 501 

— preconcentration and matrix isolation of - 
through extr. in a flow system 445 

Heavy water 
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— detmn. of — in blood plasma and urine by 
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— detmn. of — in blood plasma by GC 470 
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— detmn. of anorganic phosphate in blood 
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with a solid extractant 98 
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nickel and — by voltammetry 452 
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Monoamine oxidases 
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— detmn. of phosphorus, arsenic and antimony 
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spectrometry, ICP, internal standards for 

simultaneous — 184 
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— detmn. of psilocybin in hallucinogenic — by 
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— detection of dibenzothiophene in -, 
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— detmn. of — in blood plasma in HPLC 223 
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— anal. of — by GC, combination of packed and 
capillary columns 202 
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Neuraminidase 

— measuring of — activity in viruses by 
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spectrometry 506 
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— detmn. of phosphate and — by sequential flow- 
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detmn. of ultra traces of — in polluted water 
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— selective electrolytic sensor for — based on a 
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— detmn. of — in fish by GC with ECD 345 


Nitro-cinnamic acid 


— sepn. of enantiomers of — isomers by HPLC 
using cyclodextrins 200 


Nitrocompounds, polycyclic aromatic 
— detection of — by preresonance Raman 


spectrometry 345 
— sepn. of — by HPLC on bonded-pyrene 
stationary phase 345 
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— anal. of rare stable isotopes of carbon, — and 
oxygen using charged-particle induced prompt 
y-rays 454 
detmn. of carbon, — and oxygen in solids by 
laser MS 330 
— detmn. of — in ground water, natural 
denitrification, influence on ground water 457 
~ elemental analysis, detmn. of — by automatic 
Dumas method 196 
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Nitrogen compounds, polycyclic 

— detmn. of - in coal tar by GC/MS 202 
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— detmn. of — in liquid chlorine 454 

Nitrophenols 
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— detmn. of «-amylase with — as substrates 353 
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~ chemical — usage, book 584 
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— , introduction rules and examples 311 
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by GLC 470 
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— detmn. of propoxyphene and ~ in biological 
materials by capillary GC 227 

acid 

— ident. of —in urine by TLC/MS 227 

Noxious substances 

— detmn. of — and toxic compounds in air, 
handbook 437 

Nuclear fuels 

~ detmn. of uranium and thorium in — by MS, 
sepn. methods 455 
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— anal. of — in yeast cell extracts by HPLC 483 
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Ochratoxin A 

- detmn. of —in barley by ELISA 463 

— detmn. of — in wheat by ELISA 463 

Octyl sulfate 

— detmn. of — and decyl sulfate with ion- 
selective electrodes 207 

Oils 

~ anal. of fats and — by capillary GC with on- 
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- detmn. of anilides in — by capillary GC 218 

— detmn. of tricresyl phosphate in — by 
spectrophotometry with 2,6-dichloro- 
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IR reflectance spectroscopy 461 
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Oil seeds 

— detmn. of residual benzene in extracted — by 
GC 217 
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Omeprazole 

— detmn. of — and metabolites in blood plasma 
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Opiate 

- detmn. of — and sugars in heroin samples by 
HPLC 474 

Optical purity 
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Optical sensor 

— detmn. of halides by — based on dynamic 
fluorescence quenching 326 
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— detmn. of manganese and vanadium in — by 
titrimetry 338 

— detmn. of osmium in — by stripping 
voltammetry 339 
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— anal. of — in apple juice by LC and enzymatic 
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— sepn. of alcohols, aldehydes, ketones, — and 
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— potentiometric titration of — with 
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Organic chemicals 
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Organic compounds 
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— detection of — with biosensors and 
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— detmn. of — of dyes and waste water, COD, 
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methods 211 
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complexes with triethylenetetraminehexa- 
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detmn. of — by complexometry with 4-amino- 
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into molten naphthalene 328 

detmn. of — in alloys and minerals with 4- 
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spectrophotometry 107 
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Palladium 

— detmn. of ruthenium(II] and — in mixtures 
by derivative spectrophotometry 101 

— detmn. of silver, —, gold and platinum with 
thiomalic acid by amperometry 102 

— detmn. of — with bromopyrogallol red and 
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— detmn. of — with 2,2’-bipyridyl-2-pyridyl- 
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— detmn. of cobalt with — by extr.- 
spectrophotometry, substoichiometric 
method 100 
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~— detmn. of — in biological materials by 
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— detmn. of — and diquat in urine by HPLC 
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— aspects in cement technology 448 

Particulate matter 

— detmn. of -in ambient air 456 

Passion fruit juices 
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Penicillin V 
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- sepn. of — by HPLC, optimized phase 
system 478 
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